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OGC Has Reviewed 


22 June 1954 


MEMORANDUM FOR: Legal Counsel 
25X1A 

SUBJECT : 


1. Subject-applicant was found medically disqualified for 
employment 17 June 1953. This action was based partially on 
examination by our office, as well as a confidential report 
obtained with her permission froxa St, Elizabeth's Hospital, 

2. It is requested that you review the attached correspon- 
dence which has followed and give us an opinion as to whether we 
are obligated to return the report to St. Elizabeth's Hospital as 
she requests. 

25X1 A 


Special Assistant to the 
Chief, Medical Staff 
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